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CONFIDENTIAL SANTIAGO 6909 

EO 11652: GDS 
TAGS: PFOR, XM, US, Cl 

SUB J : ARRANGEMENTS FOR PLANNING STAFF CONSULTATIONS 

REF: (A) STATE 248736; (B) SANTIAGO 6724; (C) SANTIAGO 6833 
(NOTAL) 

1. AGENDA: WE BELIEVE AGENDA PROBLEM CAN BE FINESSED 
TO BOTH SIDES' SATISFACTION. CHILEANS SHARE OUR DESIRE 
FOR INFORMALITY AND OPENESS OF DISCUSSION, AND TO AVOID 
SET PIECES. THEY WILL BE PREPARED TO PRESENT THEIR VIEWS 
AND RESPOND TO THOSE OF USDEL AS MEETING PROGRESSES, 

FROM BROAD POLITICAL/ECONOMIC WORLD VIEW THROUGH REGIONAL. 
THEY ENVISAGE GOING INTO SOME SPECIFIC CHILEAN PROBLEMS 
TOWARD END OF MEETING, BEFORE WRAP-UP. THIS WOULD PERHAPS 
BE BEST TIME TO DISCUSS SUCH TOPICS AS CHILE-PERU, COPPER, 

AND HUMAN RIGHTS. 

2. EMBOFF SUGGESTED MIGHT BE USEFUL FOR LEWIS TO TALK 
BRIEFLY ABOUT AGENDA WITH FONMIN DIRGEN VALENZUELA 
BEFORE OPENING SESSION, PERHAPS AT 1000 MONDAY OR 
SHORTLY AFTER. IN ANY EVENT USDEL WILL OPEN FIRST 
SUBSTANTIVE DISCUSSION, WHICH WILL BE WORLD POLITICAL, 

AND THERE WILL BE TIME TO MAKE ADJUSTMENTS THEREAFTER. 

3. SCHEDULE: AFTER MEETING USDEL MEMBERS IN QUITO, 

FONMIN CARVAJAL APPARENTLY INSTRUCTED MINISTRY TO 
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ON PARTICIPANTS AND OTHER MATTERS AWAIT HIS RETURN 
NOV 13, BUT CHILEANS ARE NOW CONSIDERING POSSIBILITY 
OF MEETING WITH CHIEF OF STATE GENERAL PINOCHET 
AFTERNOON OF MONDAY, NOVEMBER 18, AND LUNCHEON THAT 
DAY BY UNDERSEC FONMIN CAPTAIN COLLADOS, WITH GUESTS 
FROM UNIVERSITY-NEWSPAPER WORLD (NOT REPORTERS WHO 
WOULD PUBLICIZE MEETING). 

4. SMALL LUNCHEONS TUESDAY WILL BE HOSTED BY AMBASSADOR 
AND DCM WITH LIMITED NUMBER OF CHILEANS TO ENSURE 
FRANK TALK. 

5. ECLA ROUNDTABLE: EMBOFF CONSULTED FONMIN OFFICIAL 
BEFORE SETTING UP ECLA EVENING, AND THERE IS NO PROTOCOL 
PROBLEM. ECLA PLANS TO INCLUDE ONLY ITS OWN PEOPLE. 

WE ALERTED THEM TO KIND OF BROAD PROBLEMS USDEL WILL BE 
DISCUSSING. 

POPPER 
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